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BILL NO. ແໃ 3. D 


SPECIAL ORDINANCE NO. S- J Jf. 7 


AN ORDINANCE approving the award of 
Reference #830, between the City of 
Fort Wayne, Indiana, by and through 
its Department of Purchasing, with 
Tri State Plumbing Supply Co., Inc. and 
Wayne Pipe and Supply, Inc., respectively, 
for the Water Maintenance and Service 
Department. 
NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL 
OF THE CITY OF FORT WAYNE, INDIANA: 
SECTION 1. That the award of Reference #830, between the 
City of Fart Wayne, by and through its Department of Purchasing with Tri State 


Plumbing Supply Co., Inc., and Wayne Pipe and Supply , Inc., respectively, for; 


the purchase of Copper Tubing for the 

Water Maintenance and Service Department 

per the specifications in Reference #830; 
involving an approximate cost of Sixty Six Thousand Two Hundred Seventy Two 
and 10/100 Dollars ($66,272.10+/-), all as more particularly set forth in said 
Reference #830, which is on file in the Office of the Department of Purchasing, 
and is by reference incorporated herein, made a part hereof, and is hereby in all 


things ratified, confirmed and approved. 


SECTION 2. That this Ordinance shall be in full force and effect 


from and after its passage and any and all necessary approval by the Mayor. 


e ot s: — 
ee — = ee Oe < 2 a Ce À. Q. 


Councilmember 


APPROVED AS TO FORM 
AND LEGALITY 

















DIGEST SHEET 
TITLE OF ORDINANCE: SPECIAL 
DEPARTMENT REQUESTING ORDINANCE: PU RCHASING 
SYNOPSIS OF ORDINANCE: 
An ordinance approving the award of Reference #830, with respect to the purchase of 


Copper Tubing for the Water Maintenance and Service Department. Cast of the Copper 
reflects the lowest to the City per the specifications in that reference. 


EFFECT OF PASSAGE: 


Copper tubing is used to install new water service as well as repair of existing water 
service. 


EFFECT OF NON-PASSAGE: 


The City would not be able to install new water service or replace old service, thus 
affecting our rate base as well as economic development projects. 


MONEY INVOLVED (Direct costs, Expenditures, Savings): 
Tri State Plumbing 361,017.70+/-- 


Wayne Pipe and Supply $ 5,254.40+/- 


ASSIGNED TO COMMITTEE (President): 
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FORT WAYNE 
DEPARTMENT OF PURCHASING 
ONE MAIN STREET - ROOM 350 
FORT WAYNE, INDIANA 46802 
BID REFERENCE š 830 
DATE _November 13, 1987 


DUE DATE _Tuesday, December 8, 1987 at 11:00 A.M. 











Department receiving bid items _Water Maintenance & Service 
. 415 E. Wallace Street 
F W IN 4 

Bid Bond Required NO _. YES _X AMOUNT 5% 
Performance Bond Required NO >X YES AMOUNT 
Affirmative Acticn-On file with the City of Fort Wayne XX 

- Attached to this document 
Prompt payment discounts will be allowed as follows: -05 x 
if paidwithin _30 days. 


The City of Fort Wayne is exempt from Federal excise and Indiana 
State Sale Tax. The City's Indiana Sales Tax Exemption Certii- 
icate number is 356-001-255 0013, prices should not include these 
taxes. 


The execution hereof by the bidder is acceptance of all terms and 
conditions herein and in that regard the bidder agrees to be 
bound by same and be bound to the amount of his/ner bid “for. a 
period of ninety (90) days: 


= 








x Tri-State Pdumbing’ Supply Co. 


Name of Company 


FD I! b ~ ~ Agent 


(signâtūr 





Ene, 


HERE ຈຫມ. Address 1120 Taylor St 


cit Fort Wayne, In 46802 


SPECIFICATIONS FOR COPPER TUBING 


All copper water service pipe shall be type "K" copper water 
tube, made in accordance with the latest revisions of ASTM 
Specifications B88 or Federal Specifications WW-T-799, and 
shall have the type designation and the manufacturers name 
and/or symbol stamped into the outer surface. 


COPPER” PIPE TYPE TK” SOFT 


EST. QUANT. SIZE NEEDED PRICE 
26,300 Feet 3/4" X60 Foot Roll 24 1.259 PER FT. * 
10,000 Feet 3/4" X 100 Foot Roll ນ PER FT. 

1,800 Feet 1" X 60 Foot Roll $ 12099 PER FT. * 
2,000 FEET 1" X 100 Foot Roll S$ 1.659 PER FT. * 
1,600 Feet 1-1/2" X 20 Foot Lengths Š: .3.715 PER PTs. * 
1,600 Feet 2" X 20 Foot Lengths $ 5.933 PER FT, * 


MUST MEET WATER UTILITY MATERIAL SPECIFICATIONS 
FOB: Your Dock DELIVERY TIME A.R.O. 2 weeks 
TERM OF AGREEMENT EXTENDS TO DECEMBER 31, 1988 
OPTIONAL RENEWAL 


By mutual agreement between the City of Fort Wayne and the supplier 
the contract period may be extended for an additional period not to 


exceed one (1) year. However, the agreement to extend must be com- 
pleted in writing not less than fifteen (15) days prior to expira- 
tion date. The contract may be extended only at the same price and 


under the same conditions governing the original contract. 


* Prices quoted for purposes of this bid are based on costs as of 
December 7, 1987. Due to the volatility of copper prices, any increases 
in relationship to the base cost to this Distributor throughout the period 
of this agreement, will be proportionately charged to the City equal to 
said increase in effect at time of shipment. 


ny 


SORRWAYNE 


Ç Ty 
DEPARTMENT OF PURCHASING 
ONE MAIN STREET - ROOM 350 
FORT WAYNE, INDIANA 46802 
BID REFERENCE, 3 830 
DATE _November 13, 1987 


DUE DATE _Tuesday, December 8, 1987 at 11:00 A.M. 


Derartment receiving bid items _Water Maintenance & Service 











. 415 E. Wallace Street 
F W IN 468 

Bid Bond Required NO YES “ys AMOUNT 5% 
Performance Bond Required no _ X YES AMOUNT 
Affirmative Action -0n file with the City of Fort Wayne Á 

- Attached to this document 
Prompt sayment discounts will be allowed as follows: 3 
separa, wi ແກກ RA 30 days. 


The City of Fort Wayne is exempt from Federal excise and Indiana 
State Sale Tax. The City's Indiana Sales Tax Exemption Carci- 
icate number is 356-001-255 0013, prices should not include these 


_ = i 


ance of aLl cerns and 
bidder agrees to be 
f Has/her bid sor" a 


The execution hereof by the bidder is accept 
conditions herein and in that regard the 
bound by same and be bound to the amount o 
period of ninety (90) days: 






X {VOLCILGNGON pe Rag se 


Name of Company 





FORIS 
າ 


WOLS 


City UZ á 


SPECIFICATIONS FOR COPPER TUBING 


All copper water service pipe shall be type "K" copper water 
tube, made in accordance with the latest revisions of ASTM 
Specifications B88 or Federal Specifications WW-T-799, and 
shall have the type designation and the manufacturers name 
and/or symbol stamped into the outer surface. 


COPPER PIPE TYPE "K" SOFT 


EST. QUANT. SIZE NEEDED PRICE 
26,300 Feet 3⁄4" X60 ROOt Roll Same, 00 PER FT. 
10,000 Feet 3/4" ເ 100 Foot Roll Si 5 ຫ. : PER FT. 
1,800 Feet Le. x 60 Poote Roll າມ. G PER FT. 
2,000 FEET ງ” XX: 100 crest Roll $ RE PER FT. 
1,600 Feet 1-1/2" X 20 Foot Lengths $ ou PER TPT 
1,600 Feet 2" X 20 Foot Lengths Š , .10 PER FT. 


MUST MEET WATER UTILITY MATERIAL SPECIFICATIONS 


PORT 7 Whyve Lag DELIVERY TIME A.R.O. A WELLES 


TERM OF AGREEMENT EXTENDS TO DECEMBER 31, 1988 


OPTIONAL RENEWAL 


By mutual agreement between the City of Fort Wayne and the supplier 
the contract period may be extended for an additional period not to 


exceed one (1) year. However, the agreement to extend must be com- 
pleted in writing not less than fifteen (15). days. prior ,towexpira- 
tion date. The contract may be extended only at the same price and 


under the same conditions governing the original contract. 


UNDERGROUND PIPE & VALVE, INC 
MAIL: P. O. BOX 508 
YARD: 1100 PRAIRIE AVENUE 
SOUTH BEND, INDIANA 46624 
(219) 282-2323 


PSSI 


F PURCHASING 

K REET - ROOM 350 
FORT WAYNE, INDIANA 46802 
BID REFERENCE + 830 


າຈ າ > 


DATE _November 13, 1987 


DUE DATE _Tuesday, December 8, 1987 at 11:00 A.M. 


Derariment receiving bid items _Water Maintenance & Service 





. 415 E. Wallace Street 
F W IN 468 
Bid Bond Required NO VES. 3 AMOUNT 5% 
Performance Bond Required No _ X ຣຣ AMOSNT 





Affirmative Action -On file with the City of Fort Wayne 


- Attached to this document 
Prompt payment discounts will be allowed as follows: 2 3% 
ວຣ HANE VE CARAN 30 days. 


ort Wayne is exempt from Federal excise and Indian 
State Sale Tax. “The City's Indiana Sales. Tax csixemptrisn;Ce=t.=- 
icate number is 356-001-255 0013, prices should not incluce these 


The execution hereof by the bidder is acceptance of all terms an 
conditions herein and in that regard the bidder agrees : 
bound by same and be bound to the amount of his/her bid 
period of ninety. (90) days- 


EK WAYNE PIPE 8- SUPPLY TNG i Codi 
Name of Company 


RDA b i E Ne dent 
WAYNE) (Signature) 
WHERE SERIA Address 1815 S. ANTHONY BLVD. 


City FORT WAYNE, IN 46801 


SPECIFICATIONS FOR COPPER TUBING 


All copper water service pipe shall be type "K" copper water 
tube, made in accordance with the latest revisions of ASTM 
Specifications B88 or Federal Specifications WW-T-799, and 
shall have the type designation and the manufacturers name 
and/or symbol stamped into the outer surface. 


COPPER PIPE TYPE "K" SOFT 














EST. QUANT. SIZE NEEDED PRICE 
26,300 Feet 3/4" X60 Foot Roll (SEE NOTE) $_1.575 PER FT. 
Seen eee 
10,000 Feet 3/4" ໄ 100 Foot Roll > 1.575 PER FT. 
1,800 Feet 1* “X60 Foot Roll 5 2,061 PER ET, 
2,000 FEET Jt 100: Foot ROLL 5 12. 0611 PER FT2 
1,600 Feet 1-1/2" X 20 Foot Lengths ວ “:3 286 PER: PT, 
1,600 Feet 2" X 20 Foot Lengths $6.58 PER FT. 





MUST MEET WATER UTILITY MATERIAL SPECIFICATIONS 


FOB: FORT WAYNE DELIVERY TIME A.R.O. AS REQUIRED 


TERM OF AGREEMENT EXTENDS TO DECEMBER 31, 1988 


OPTIONAL RENEWAL 


By mutual agreement between the City of Fort Wayne and the supplier 
the contract period may be extended for an additional period not to 


exceed one (1) year. However, the agreement to extend must be com- 
pleted in writing not less than fifteen (15) days prior to expira- 
tion date. The contract may be extended only at the same price and 


under the same conditions governing the original contract. 


NOTE: DUE TO THE UNCERTAINTY OF THE COPPER MARKET, IF WAYNE PIPE, INC. IS 
THE SUCCESSFUL LOW BIDDER, WE REQUIRE THAT A MINIMUM OF 801 OF THE 
ABOVE ESTIMATED USAGE MUST BE PURCHASED. 


pS= 


CITY OF FORT WAYNE 
DEPARTMENT OF PURCHASING 
ONE MAIN STREET - ROOM 350 
FORT WAYNE, INDIANA 46802 
BID REFERENCE 3 830 
DATE November 13, 1987 


DUE DATE _Tuesday, December 8, 1987 at 11:00 A.M. 


Department receiving bid items _Water Maintenance ຮ Service 








. 415 E. Wallace Street 
ort W IN 4680 
3id Bond Required NOS MES T : ຫ້ ເ: + : 5% 
Performance Bond Required No . ໃ້ YES -= AMOUNT 





affirmative Action-On file with the City of Fort Wayne 





- Attached to this document X 
Prompt payment discounts will be allowed as foliows: N/A % 
if said within Ns days. 


The City of Fort Wayne is exempt from Federal excise and Indiana 
oa 


State Sale Tax. The City's Indiana Sales Tax Exemption grup s= 
icate number is 356-001-255 0013, prices should not inciude these 
taxes š 


The execution nereof by the bidder is acceptance of all terms and 
conditions herein and in that regard the bidder agrees to be 
bound by same and be bound to the amount of Ris/hner bidi tor. a 
period of ninety (90) days: 


Xo rhe Treaty Companys ເ... 5. 
Name c£ Company 


RDR? by A.i d Se pes. : Agent 


WAYNE: (signature) President,Mnicipal Materials 
AERE AERC. Address 501 Gray Avenue 


City Greenville, Ohio 45331 


SPECIFICATIONS FOR COPPER TUBING 


All copper water service pipe shall be type "K" copper water 
tube, made in accordance with the latest revisions of ASTM 
Specifications B88 or Federal Specifications WW-T-799, and 
shall have the type designation and the manufacturers name 
and/or symbol stamped into the outer surface. 


COPPER PIPE TYPE "K" SOFT 


EST. QUANT. SIZE NEEDED PRICE 
ka 26,300 Feet 3/4" X60 Foot Roll ee es PERCET: 
ku -107000 Feet 3/4" X 100 Foot Roll Sb 28 PER FT. 
* 1,800 Feet 1" % 60-FPoot Roll o 7. ດວ PERCE LS 
* 2,000 FEET i" © 100 Foot Rati 5 1.68 PER FT. 
* 1,600 Feet 1-1/2" X 20 Foot Lengths Sees 05 PER PT, 
* 1,600 Feet 2" xX 20 Foot Lengths St “6. 14 PER FT. 


*DUE TO MARKET CONDITION, PRICE WILL BE WHAT IS IN EFFECT 
AT TIME OF SHIPMENT. 
MUST MEET WATER UTILITY MATERIAL SPECIFICATIONS 


FOB: Destination DELIVERY TIME A.R.O. 3 to 4 Weeks 
TERM OF AGREEMENT EXTENDS TO DECEMBER 3 1988 
OPTIONAL RENEWAL 


By mutual agreement between the City of Fort Wayne and the supplier 
the contract period may be extended for an additional period not to 


exceed one (1) year. However, the agreement to extend must be com- 
pleted in writing not less than fifteen (15) days prior to expira- 
tion date. The contract may be extended only at the same price and 


under the same conditions governing the original contract. 
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CITY ‘OF PORT WAYNE 
DEPARTMENT OF PURCHASING 
ONE MAIN: STREET < ROOM: 350 
FORT WAYNE, INDIANA 46802 
BID REFERENCE 3 830 


DATE _ November 13, 1987 


DUE DATE _Tuesday, December 8, 1987 at 11:00 A.M. 





Department receiving bid items _Water Maintenance & Service 


. 415 E. Wallace Street 





Fort Wayne, IN 46803 
Bid Bond Required NO _- YES ¿X AMOUNT 5% 
Performance Bond Required No _ X YES AMOUNT 





Affirmative Acticn-On file with the City of Fort Wayne 
~ Attached to this document 


ompt payment discounts will be allowed as follows: 
paid within _ 30 days. 


+: "ຝູ 


ວ: 
£ 
+ 


XX 


atts 


ve 


The City of Fort Wayne is exempt from Federal excise and Indiana 


tate Sale Tax. The City's Indiana Sales Tax Exemption Certis 


icate number is 356-001-255 0013, prices should not include these 


taxes. 


The execution hereof by the bidder is acceptance of all terms and 
conditions herein and in that regard the bidder agrees to be 
bound by same and be bound to the amount ef his/her bra. fora 


period of ninety (90) days: 





Name of Company 
ar , Ç 


TI 

VIEWS YS j 

NAYNE (signaétur 

WHERE ARERIA Address 1120 Taylor St 
NOLS 





City Fort Wayne, In 46802 


x Tri-State Plumbing’ Supply Co. 







City Ort + 


SPECIFICATIONS FOR COPPER TUBING 


All copper water service pipe shall be type "K" copper water 
tube, made in accordance with the latest revisions of ASTM 
Specifications B88 or Federal Specifications WW-T-799, and 
shall have the type designation and the manufacturers name 
and/or symbol stamped into the outer surface. 


COPPER =P TPE" TYPE SK. SOFT 


EST. QUANT. SIZE NEEDED PRICE 
26,300 Feet 3/4" X60 Foot Roll ຣູ .ໄ.259 PER FT, * 
I 1.259 * 

10,000 Feet 3⁄4" SL 00RFOOt: 8011 Š PER FT. 
1,800 Feet 1" X 60 Foot Roll Sy ເງີ PER ມຸກ, " 
2,000 FEET I! X-100- Poot. Roll $ 1.659 PER FT. * 
1,600 Feet 1-1/2" .ໃ 220 Foot. Lengths S TTS PER FT > < 
1,600 Feet 2" X 20 Foot Lengths Oe EE PER YT. * 


MUST MEET WATER UTILITY MATERIAL SPECIFICATIONS 
FOB: Your Dock DELIVERY TIME A.R.O. 2 weeks 
TERM OF AGREEMENT EXTENDS TO DECEMBER 31, 1988 
OPTIONAL RENEWAL 


By mutual agreement between the City of Fort Wayne and the supplier 
the contract period may be extended for an additional period not to 


exceed one (1) year. However, the agreement to extend must be com- 
pleted in writing not less than fifteen (15) days prior to expira- 
tion date. The contract may be extended only at the same price and 


under the same conditions governing the original contract. 


* Prices quoted for purposes of this bid are based on costs as of 
December 7, 1987. Due to the volatility of copper prices, any increases 
in relationship to the base cost to this Distributor throughout the period 
of this agreement, will be proportionately charged to the City equal to 
said increase in effect at time of shipment. 


PS-1 


CITY: OF» FORTEWAYNE 


DEPARTMENT OF PURCHASING 
ONE MAIN STREET. < ROOM .330 
FORT WAYNE, INDIANA 46802 


BID REFERENC 830 


ri 
HIS 


DATE November 13, 1987 
DUE DATE Tuesday, December 8, 1987 at 11:00 A.M. 
Devartment receiving bid items _Water Maintenance ຮ Service 


. 415 E. Wallace Street 





Fort Wayne, IN 46803 





Bid Bond Required NO YES .X AMOUNT 5% 
Performance Bond Required no _% YES AMOUNT 
Affirmative Action -On file with the City of Fort Wayne bs 

- Attached to this document 
> will be allowed as follows: % 


rompt payment discounts 
if paid within NA BO days. 


The City of Fort Wayne is exempt from Federal excise and Indiana 
State Sale Tax. The City's Indiana Sales Tax Exemption Certit- 
icate number is 356-001-255 0013, prices should not include these 


ຈ 


The execution hereof by the bidder is acceptance of all terms and 
conditions herein and in that regard the bidder agrees to 5 

bound by same and be bound to the amount of His/her bid’ for 8 
period of ninety (90) days: 








LV pE GACLI 


Name of Company 





(signature) 


b 
(ຜົດ 17 ມຂ ee 


2 






SPECIFICATIONS FOR COPPER TUBING 


All copper water service pipe shall be type "K" copper water 
tube, made in accordance with the latest revisions of ASTM 
Specifications B88 or Federal Specifications WW-T-799, and 
shall have the type designation and the manufacturers name 
and/or symbol stamped into the outer surface. 


COPPER PIPE TYPE "K" SOFT 


EST. QUANT. SIZE NEEDED PRICE 
26,300 Feet 3/4" X60 Foot Roll >. TOO. PER FT. 
10,000 Feet 3/4" X 100 Foot Roll ab u S ROO PER FT. 
1,800 Feet Tas .60 Foot Rott ae A PER FT. 
2,000 FEET 1" X 100 Foot Roll $ ee PER FT. 
1,600 Feet 1-1/2" X 20 Foot Lengths ຽ ( ຢູ PER FT. 
1,600 Feet 2" X 20 Foot Lengths 2... 0 PERET; 


MUST MEET WATER UTILITY MATERIAL SPECIFICATIONS 


FOB: oT Wayve DELIVERY TIME ALR O. ຂ (ແຂຂ. 


TERM OF AGREEMENT EXTENDS TO DECEMBER 31, 1988 


OPTIONAL RENEWAL 


By mutual agreement between the City of Fort Wayne and the supplier 
the contract period may be extended for an additional period not to 


exceed one (1) year. However, the agreement to extend must be -come 
pleted in writing not less than fifteen (15) days prior to expira- 
tion date; The contract may be extended only at the same price and 


under the same conditions governing the original contract. 


UNDERGROUND PIPE & VALVE, INC 
MAIL: P. O. BOX 508 
YARD: 1100 PRAIRIE AVENUE 
SOUTH BEND, INDIANA 46624 
(219) 282-2323 


PS 


CITY OF «FORTRAN AYNE. 
DEPARTMENT OF PURCHASING 


ONE -MATN STRESS +. ROOM 3:50 
FORT WAYNE, INDIANA 46802 


BID REFERENCE = 830 
DATE _November 13, 1987 


DUE DATE _Tuesday, December 8, 1987 at 11:00 A.M. 


Department receiving bid items _Water Maintenance & Service 


. 415 E. Wallace Street 


Fort Wayne, IN 46803 


Bid Bond Recuired NO YES X AMOUNT 


Performance Bond Required NO X YES AMOUNT 





- Attached to this document 


_ 
paid within 30 days. 


Prompt payment discounts will be allowed as follows: 2 % 
+ 


5% 


° 


The City of Fort Wayne is exempt from Federal excise and Indiana 


State Sale Tax. The City's Indiana Sales Tax Exemption 


Certic+ 


icate number is 356-001-255 0013, prices should not include these 


taxes. 


The execution hereof by the bidder is acceptance of all terms an 
conditions herein and in that regard the bidder agr 


bound by same and be bound to the amount of his/her 
period of ninety (90) days: 


6 :3 


ar 
Va 


p 0 ເນ 


+ 
< 
< 
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X WAYNE PIPE & SUPPLY, INC. 


: Name of Company 
i =à ignature 
WHERE AMERICA 


WOU 


a 


Address 1815 S. ANTHONY BLVD. 


6157 ORT WAYNE, IN 46801 


SPECIFICATIONS FOR COPPER TUBING 


All copper water service pipe shall be type "K" copper water 
tube, made in accordance with the latest revisions of ASTM 
Specifications B88 or Federal Specifications WW-T-799, and 
shall have the type designation and the manufacturers name 
and/or symbol stamped into the outer surface. 


COPPER PIPE TYPE "K" SOFT 


EST. QUANT. SIZE NEEDED PRICE 

26,300 Feet 3/4" X 60).Foot Roll (SEE°NOTE) 51 .575 PERLET. 

<<<<- 

10,000 Feet BAEK LOO FOE 4631 Si 4575 PER FT. 
1,800 Feet J. X 460 Foot’ Rodd $ 22061 PER FT. 
2,000 FEET Je: LOO OOt Porti >. 2.06 PER FT. 
1,600 Feet 1-1/2" X 20 Foot Lengths ວງ ZA PER: FT. 
1,600 Feet 2" X 20 Poot Lengths S 6.58 PER FT. 


MUST MEET WATER UTILITY MATERIAL SPECIFICATIONS 


FOB: FORT WAYNE DELIVERY “TIMES : 0. AS REQUIRED 


TERM OF AGREEMENT EXTENDS TO DECEMBER 31, 1988 


OPTIONAL RENEWAL 


By mutual agreement between the City of Fort Wayne and the supplier 
the contract period may be extended for an additional period not to 


exceed one (1) year. However, the agreement to extend must be com- 
pleted in writing not less than fifteen (15) days prior to expira- 
tion date. The contract may be extended only at the same price and 


under the same conditions governing the original contract. 


NOTE: DUE TO THE UNCERTAINTY OF THE COPPER MARKET, IF WAYNE PIPE, INC. IS 
THE SUCCESSFUL LOW BIDDER, WE REQUIRE THAT A MINIMUM OF 80% OF THE 
ABOVE ESTIMATED USAGE MUST BE PURCHASED. 


PS=1 


CITY OF FORT WAYNE 
DEPARTMENT OF PURCHASING 
ONE MAIN STREE - ROOM 350 
FORT WAYNE, INDIANA 46802 
BID REFERENCE 3 830 
DATE November 13, 1987 
DUE DATE _Tuesday, December 8, 1987 at 11:00 A.M. 


Department receiving bid items _Water Maintenance & Service 


` 415 E. Wallace Street 





Fort Wayn IN 4680 
Bid Bond Required NO YES | “AMOUNT 5% 


Performance Bond Required No _ X YES AMOUNT 





Affirmative Action -On file with the City of Fort Wayne 
- Attached to this document X 


Prompt payment discounts will be allowed as foliows: N/A 3 
22 paid wiriy aA days. 

The City of Fort Wayne is exempt from Federal excise and Indiana 
State Sale Tax. The City's Indiana Sales Tax Exemption Certif- 
icate number is 356-001-255 0013, prices should not include ແຮ 
taxes 


The execution hereof by the bidder is acceptance of all terms and 
conditions herein and in that regard the bidder agrees to be 
bound by same and be bound to the amount of 5157 ຖຂ; bidwmror a 
neriod-of ninety ເ days: 


X The Treaty Company 
Name of Company 


rr iya Ls u oa y as 


YY ໄ/ "ໄລ່ signature) President,Mnici erials 
j Yf 12 (sig ) ,Mnicipal Mat 
> 501 Gray Avenue 
vy est Address y 
ORS 


City Greenville, Ohio 45331 


SPECIFICATIONS FOR COPPER TUBING 


All copper water service pipe shall be type "K" copper water 
tube, made in accordance with the latest revisions of ASTM 
Specifications B88 or Federal Specifications WW-T-799, and 
shall have the type designation and the manufacturers name 
and/or symbol stamped into the outer surface. 


COPPER PIPE TYPE "K" SOFT 


EST. QUANT. SIZE NEEDED PRICE 
* 26,300 Feet 3/48, X60 Poot RELL +. ..28 PER FT. 
* 10,000 Feet 3/4" X LO0e Foot Roll 2. fu 98 PER FT. 
* 1,800 Feet ງ” .ເ 460 POOG Roll 2 07 EOS PER FT. 
* 2,000 FEET I" X100 Foot Roll SE 1 ¢8 PER FY. 
* 1,600 Feet 1-1/2" X 20 Foot Lengths ວ... PER FT. 
* 1,600 Feet 2" X 20 Foot Lengths S “6.14 PER FT. 


*DUE TO MARKET CONDITION, PRICE WILL BE WHAT IS IN EFFECT 
AT TIME OF SHIPMENT. 
MUST MEET WATER UTILITY MATERIAL SPECIFICATIONS 


FOB: Destination DELIVERY TIME A.R.O. 3 to 4 Weeks 
TERM OF AGREEMENT EXTENDS TO DECEMBER 31, 1988 
OPTIONAL RENEWAL 


By mutual agreement between the City of Fort Wayne and the supplier 
the contract period may be extended for an additional period not to 


exceed one (1) year. However, the agreement to extend must be com- 
pleted in writing not less than fifteen (15) e days“ prior to expira- 
tion: date; The contract may be extended only at the same price and 


under the same conditions governing the original contract. 
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Read the first time in full and on motion by (Pa tt ; 
eéond time by 










seconded by = —¿ r > , and duly adopted ad the s 
title and refer to the Committee on 7777 (and the 
City Plan Commission for recommendation) an lic Heaving to be held after 


due legal notice, at the Council C 


Fort Wayne, Indiana, on sin 
of ; po Be ° "clog k 2 ເ. 
| 2 — . 






SANDRA E. KENEDY CITY CLERK 






Read the/third time in full and on motion by ກ 
seconded by , and duly adopted, placed on its 
passage. PASSED Lest by the following vote: 


AYES NAYS ABSTAINED ABSENT TO-WIT 


Be Ge ee a Cee 





TOTAL VOTES £ 


BRADBURY att 





BURNS 
GiaQUINTA 
HENRY 
LONG 

REDD 
SCHMIDT 


STIER 


ພາມ. 


TALARICO 


DATE: /--,1 77 due x 


SANDRA E. KENNEDY, CITY CLE 





Passed and adopted by the Common Council of the City of Fort 










Wayne, Indiana, as ( N 
(SPECIAL) (ZONING- MAP) ORDINANCE RESOLUTION NO. os SLE 
on the Z= <ຍ day of eb “22 ras 


ATTEST: ee. 
Cet mea ວ, 
SANDRA E. KENNEDY, CITY CLER PRESIDING OFFICER 


Presented by me to the Mayo# of the City of Fort Wayne, Indiana, 


on the ARA day of i 197 r 


: = 
at the hour of Sf? 2 sere AA Mie S hs 


aes 


SANDRA E. KENNEDY, CITY CLE 


Approved and signed by me this ມາ day of lass F 
19 CK , at the hour of Fee o'clock ae ວ. ໃ, 











ຫ 


Q ໄພ, 


PAUL HELMKE, MAYOR 








BILL No. 98-87-12-22 


REPORT OF THE COMMITTEE ON CITY UTILITIES 


WE, YOUR COMMITTEE ON CITY UOUTLLITILES TO WHOM WAS 
REFERRED AN (ORDINANCE) (RESOLUTION) approving the award 
feren i iana 
i ; z ງ ; it) 1 
Plumbing Supply co Inc and Wayne Pine and Supply, Inc., 
respectively, for the Water Maintenance and Service 


- Department 


HAVE HAD SAID (ORDINANCE) (RESOLUTION) UNDER CONSIDERATION 


AND BEG LEAVE TO REPORT BACK TO THE COMMON COUNCIL THAT SAID 


(ORDINANCE) (RESODUDION) 










PAUL M. BURNS 
CHAIRMAN 

CHARLES B. REDD 
VICE CHAIRMAN 

MARK E. GiaQUINTA 
Coe. 

—Kez— SAMUEL J. TALARICO 





JAMES S. STIER 


24 


— 
CONCURRED IN oe x 


r4 G 


Sandra E. Kennedy 
City Clerk 


